THE  OLD  FIRST  CHURCH 
HUNTINGTON,  LONG  ISLAND,  N.  Y. 

This  Presbyterian  Church  was  founded  in  1658.  The 
present  building  was  erected  in  1784.  The  previous 
structure  was  used  as  barracks  by  the  British  in 
1777,   during   The   Revolutionary  War. 

"COME  TO   HISTORIC  HUNTINGTON" 
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